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ECONOMIC INTELLIGENCE COMMUTTRE 


A-89 
AGENDA 


Room 1113, Temporary M Building 


16 December 1960 


i Anprored of Minutes (EIC-M-87, 3 August 1960 and EIC-M-88, 10 August 
1960 


2. Announcements 


3. Review and Approval of EIC-R-18, "Vulnerability of the East German 
Economy ta Western Countermeasures" 
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ANNOUNCEMENTS 


1, J. Duncan Holmes, who has served as an Army alternate to 
the EIC since November 1954, died suddenly on Saturday, 10 December 1960, 
2./ Col. Guzak plans to introduce the new Air Force alternate, [ 
Dr. Outten J, ClinardJwho[replaces Kingsley Hamilton. Mr. Hamilton has 
been associated with the EIC since September 1954, The Executive Secretary 
plans to write a letter of appreciation to Mr. Hamilton in the near future, 
3. Vice Chairman of the EIC has transferred to State Department, 


25X1A9a CIA wishes to nominate i ee Chief of the Economic Research 


Area, ORR, who has served as Acting Chairman during my absence, 
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